ST.  PAUL'S  EPISCOPAL  CHURCH,  Richmond,  Va. 
Built  in  1843,  where  General  Robert  E.  Lee  and 
Jefferson  Davis,  President  of  Confederate  States, 
often  worshipped.  President  Davis  was  attending 
services  here  when  notified  that  Petersburg  had 
fallen  and  Richmond  must  be  evacuated. 
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